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Online Cable Tester and Rerouter 

This technology enables proactive detection of impending cable failures, 
allowing for function rerouting. 

John F. Kennedy Space Center, Florida 


Hardware and algorithms have been 
developed to transfer electrical power 
and data connectivity safely, efficiently, 
and automatically from an identified 
damaged/ defective wire in a cable to an 
alternate wire path. The combination of 
online cable testing capabilities, along 
with intelligent signal rerouting algo- 
rithms, allows the user to overcome the 
inherent difficulty of maintaining system 
integrity and configuration control, 
while autonomously rerouting signals 
and functions without introducing new 
failure modes. The incorporation of this 
capability will increase the reliability of 
systems by ensuring system availability 
during operations. 

The operation of the innovation is 
based on the injection of a low-level and 
short-duration signal into a wire under 
test. The cable router master unit con- 
sists of a pulse generator, a multiplexer, 
a switch matrix, and a detector circuit. 
The pulse generator provides a step 
pulse that is applied to the multiplexer. 
The multiplexer, in turn, routes the test 


pulse to one of many wires. The signal 
then propagates through the selected 
wire until it reaches the cable route 
slave circuit. The slave circuit monitors 
the wire, and once it receives the signal, 
it routes it back to the master unit 
through a communication wire. The de- 
tector circuit in the master unit then de- 
termines the presence of the signal to 
indicate that a good connection is in 
place. The absence of the test pulse be- 
comes an indication of a faulty connec- 
tion. A plurality of communication 
wires is used, so that the individual state 
of health is not a determining factor for 
the analysis of the health of the wire(s) 
under test. 

The master unit sequentially scans all 
the wires selected as “active” or “spares.” 
The current implementation of the on- 
line rerouter system can monitor up to 
eight wires. However, the circuit can be 
expanded to monitor a larger number 
of wires. The wires can be independently 
assigned to be “active” or to be “spares.” 
Once an active wire has been labeled as 


failed, the master and the slave units 
communicate with each other, and im- 
mediately route the signals that were 
flowing through the failed wire to one of 
the spare wires. This allows for the sys- 
tem to maintain integrity with a disrup- 
tion shorter than one second in the cur- 
rent implementation. 

The small amplitude of the test pulse 
injected into the wires requires multiple 
successive measurements to assess the in- 
tegrity of the wire. The test pulse level 
has to be maintained at a low level in 
order not to interfere with signals being 
carried in the wire under test. This al- 
lows for discrimination between a large, 
non-correlated signal and a small, syn- 
chronous test pulse without interfering 
with the operation of the wire. 

This work was done by Mark Lewis of 
Kennedy Space Center and Pedro Medelius of 
ASRC Aerospace Corporation. For more infor- 
mation, contact the Kennedy Space Center In- 
novative Partnerships Office at 321-867- 
5033. KSC-13440 


A Three-Frequency Feed for Millimeter-Wave Radiometry 

This wave feed operates at frequencies approximately five times higher than current feeds and 
provides greater bandwidth. 

NASA’s Jet Propulsion Laboratory, Pasadena, California 


A three-frequency millimeter-wave 
feed horn was developed as part of an 
advanced component technology task 
that provides components necessary for 
higher-frequency radiometers to meet 
the needs of the Surface Water and 
Ocean Topography (SWOT) mission. 
The primary objectives of SWOT are to 
characterize ocean sub-mesoscale proc- 
esses on 10-km and larger scales in the 
global oceans, and to measure the global 
water storage in inland surface water 
bodies, including rivers, lakes, reser- 
voirs, and wetlands. 

In this innovation, the feed provides 
three separate output ports in the 87-to- 


97-GHz, 125-to-135-GHz, and 161-to-183- 
GHz bands; WR10 for the 90-GHz chan- 
nel, WR8 for the 130-GHz channel, and 
WR5 for the 170-GHz channel. These 
ports are in turn connected to individual 
radiometer channels that will also 
demonstrate component technology in- 
cluding new PIN-diode switches and 
noise diodes for internal calibration inte- 
grated into each radiometer front end. 
For this application, a prime focus feed is 
required with an edge taper of approxi- 
mately 20 dB at an illumination angle of 
±40°. A single polarization is provided in 
each band. Preliminary requirements 
called for a return loss of better than 15 


dB, which is achieved across all three 
bands. Good pattern symmetry is also ob- 
tained throughout all three-frequency 
bands. This three-frequency broadband 
millimeter-wave feed also minimizes 
mass and provides a common focal point 
for all three millimeter-wave bands. 

In order to achieve similar E and H 
plane beam widths over the combined 
87-to-183-GHz band ring, loaded slots 
are employed in the corrugated portion 
of the feed. The feed operates in a flare- 
angle limited condition, which gives ap- 
proximately constant beam width across 
the entire band, and provides a com- 
mon phase center located near its apex. 
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